Subject: 

Location: 

Start: 

End: 

Show Time As: 


Pumping Room 
Room 202 

9/29/2011 1:00 PM 
9/29/2011 2:00 PM 
Tentative 


Recurrence: (none) 

Meeting Status: Not yet responded 

Organizer: Connolly, Grace (DPH) 

Required Attendees: Connolly, Grace (DPH); Dunn, Ceci (DPH); Corbett, Kate (DPH); Medina, 
Nicole (DPH) 

Resources: Room 202 

When: Thursday, September 29, 2011 1:00 PM-2:00 PM (GMT-05:00) Eastern Time (US & Canada). 
Where: Room 202 


Note: The GMT offset above does not reflect daylight saving time adjustments. 



